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The Fermi/Gamma-ray Burst Monitor (GBM) was launched in June 2008. During the last five 
years the instrument has observed several hundreds of bursts from 8 confirmed magnetars and 19 
events from unconfirmed sources. I will discuss the results of the GBM magnetar burst catalog, 
expand on the different properties of their diverse source population, and compare these results 
with the bursting activity of past sources. I will then conclude with thoughts of how these 
properties fit the magnetar theoretical models. 


